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A new Type 630 Data Communication System — a real time interface 

between a computer and Teletype stations — ^will be demonstrated by 
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Digital at the Systems Engineering Exposition in NYC, June 8-11. 
As shown in the diagram, the basic function of the Type 630 is 
performing serial-to-parallel conversion on incoming characters 
from the Teletype and performing parallel-to-serial conversion on 
outgoing characters from the computer . 
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